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1. IN ORDER 70 cana POSSIBLE CAUSES SUDDEN ERRATIC PROBLEMS FUEL SYSTEMS 
REQUEST ANSWERS FOLG: | 
A. WAS AIR LINE SOLENOID VALVE WIRED TO REMAIN OPEN ON FERRY FLIGHT? 
THIS VALVE SHOULD BE ENERGIZED OPEN FOR ALL FLYING WITH SLIPPER TANKS. 
| B. HAS GROUND CHECK BEEN MADE TO DETERMINE THAT AIR IS COMING THRU LINE 
|| | FROM ENGINE TO SLIPPER TANKS? TRIS CAN BE DONE BY DISCONNECTING AIR LINE TO 
5 SLIPPER TANKS AT REAR REAM AND THEN RUNNING ENGINE. 
i C. IF 4 AND B ABOVE AFFIRMATIVE, HAS ANY CHANGE HEEN MADE WHICH MIOHT 
@l ACCOUNT FOR ERRATIC FEEDING ON TWO TEST FLIGHTS afl | 
D. HAS ANY WORK BEEN DONE ON ELECT SYSTEM WHICH COULD HAVE CAUSED A 
* 3 GHANGE OF THE GROUND WIRE TO THE FUEL COUNTER TRANSMITTER? ERRATIC ACTION OF 
"FUEL COUNTER {8 USUALLY CAUSED BY GROUNDING WRONG PIN, 
2. REQUEST REPLY TO ABOVE QUESTIONS REACH HOS PRIOR 26/20302 FURTHER 
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SUSPENDED, 
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